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Cy ^ of 4, 


24 May 1956 


25X1 


f-*r;voRAN])Uy FOK; Chief . ManacMnat Staff 
FfiOK: PCS/BCI 

S^JBJSCT: for Slactrle Calculator 


25X1 


1. 1q accordaoea vith Ha^ulaiion 
!• raqaested for G«a In this office. 


an electric calculator 


2. This machine will be utilised on a 24~hour basis and due to 
the classified nature of the work the exact usace of this machine cannot 
be tabulated. 
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CFWrhps (24 May 56) 


director or mteriel 


Diet: Orig & 1 •> addressee 

cc file, cy 3 

* chrono file , cy 4 
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